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EVENT CODE 


$ re 8 GEN. AD. Be IMF 415/762- RASS 


PRICE 7 


NO REFUND 
NO EXCHANGE 


NORTHERN CALIFORNIA’S 
POWER STATION 


Holder of this ticket voluntanly as 
‘sumes all risk and danger incidental 
to any game or exhibition for which 
this ticket is issued. whether occur 
ing por to. during or subsequent to 
the actual playing of game or exh 
bition 

This ticket ts a revokable license and 
may be taken up and admission 
felused upon refunding the price 
hereon This ticket may not be resold 
at a price greater than its face value 
without writen permission from 
BASS. All sums in excess of tace 
value recetved by a person reselling 
one or more tickets 10 this event 
may be recovered by BASS together 
with punitive damages. attorney's 
fees. court costs, and injunctive re: 
het, as determined by the Court 

In the event of the cancellation of 
this event the service charge paid 
wall not be retunded 


LITHO'D IN 
CANADA 


